% 
HOME “OCEANIC 39,241 Tons 
All-italian crew - Panamanian Registry 
|| N ES Fully air-conditioned throughout 
Equipped with Denny Brown Stabilizers 


Largest ship ever designed for year round cruises 


Tormena-Genova - Printed in Italy 


